ETag: "83bc81afd5552c0a46850d3f62962107"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 60793
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Hon. James Ware
x-archive-meta-case-cause: 35:271 Patent Infringement
x-archive-meta-case-name: Avocet Sports Technology, Inc, et al-v-Amer Sports Corporation, et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: cand
x-archive-meta-date-case-filed: 2008-09-10
x-archive-meta-date-case-terminated: 2011-04-21
x-archive-meta-docket-num: 5:08-cv-04264
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 830 Patent
x-archive-meta-pacer-case-num: 206933
x-archive-meta-referred-to: Magistrate Judge Paul Singh Grewal
x-archive-queue-derive: 0
x-upload-date: 2012-02-23T03:17:41.000Z
